
CONTINENTAL LEASING COMPANY, INC. 

equipment leasing 


530 SOUTH AVENUE, EAST 
CRANFORD, NEW JERSEY 07016 
AREA CODE 201-276*0600 


ROBERT E. NUTTER 
RENTAL CONSULTANT 













CONTINENTAL 



LEASING COMPANY, INC. 


SHORT TERM RENTALS 

TERMS & CONDITIONS 


PAYMENT TERMS: 

FOB POINT: 

SHIPMENT: 

RENTAL PERIOD: 
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PRIOR RENTAL: 

LIABILITY: 

PRICES: 

WARRANTEE: 



Net — Payable upon receipt of invoice. 


Arlington, Massachusetts 


Unless otherwise specified by renter, shipment to local areas 
will be made UPS or truck and shipment to distant points 
via Air Freight. 


One month minimum. Rental period extends from date of 
shipment to date of return receipt at CLC. 


All rentals are subject to prior rental. 


In event of loss or damage, the renter is liable for repair or 
replacement. Repairs are to be performed by a service fa- 
cility approved by CLC and will be made by original equip- 
ment manufacturer (or authorized representative) unless 
otherwise agreed upon. The renter is encouraged to cover 
rented equipment with appropriate insurance. 


Subject to change without notice. 


All equipment shipped by CLC is guaranteed to be operat- 
ing within original manufacturers specifications. If equip- 
ment returned to CLC shows evidence of misuse, repairs 
resulting from such misuse will be billed to renter (see lia- 
bility). If renter is not familiar with operation of this equip- 
ment it is recommended that he contact CLC for instruction. 


MAKE OUT YOUR PO TO: 

CONTINENTAL LEASING CO., INC. 

30 PARK AVENUE 
ARLINGTON, MASSACHUSETTS 
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WHY RENT 

Reasons for the popularity of the Short Term 
Rental are obvious. Only through rental can 
the advantages of modern instrumentation be 
realized for the short project. Only through 
rental can state-of the art instruments be eco- 
nomically obtained on short notice for imme- 
diate use. 


Although 50 Oscilloscopes may be owned 
by a busy factory they all may be committed 
when an urgent, short term need arises. 
Rather than expend additional capital funds 
for doubtful long term gain, the wise com- 
pany will find the short term rental the best 
alternative. 



CONTINENTAL LEASING COMPANY, INC. 


The special test program is another natural 
application for the short term rental. Special- 
ized equipment may be required while the 
justification for permanent possession is lack- 
ing. Here, once again, renting provides the 
answer. 

Many companys engaged in specialized test- 
ing for the U.S. Government will find their 


customer ready and willing to finance special- 
ized equipment rental while funds for pur- 
chase may be denied. The U.S. Government 
itself is a prime user of rented equipment — 
especially where proof of the feasibility of 
a measurement technique is desireable before 
large funding is risked. 


30 PARK AVENUE, ARLINGTON, MASSACHUSETTS 02174 (617) 648-8620 
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QUALITY ASSURANCE 

All equipment furnished by CLC is in perfect 
operating condition. In most cases original 
manufacturers warrantee still hold. In all 
cases the instruments are subjected to a thor- 
ough preventative maintenance and calibra- 
tion program. CLC has employed one of the 
finest repair and calibration facilities in the 


The prospective renter is invited to visit our 
facility and see for himself the care taken to 
assure the proper operation of his instrument. 
If the renter is unskilled in the operation of 
the equipment it is recommended that he 


nation to assure service of the highest calibre. 
Each instrument is processed in this manner 
at the termination of every rental period! 
Prior to shipment each instrument is re- 
checked to assure proper operation, instruc- 
tion manuals and crating. 


request instruction from a CLC engineer. 
Purchase options are available on some equip- 
ments. If you wish to purchase any equip- 
ment on the following pages — contact CLC. 
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RENTAL LIST 


Description 


Manufacturer 

Monthly Rental 

AMPLIFIER, Power, 5 Watt 

Model 230A 


Boonton 

$128.50 

AMPLIFIER, Data, 0-20 KHz 

Model 3400-F1 


Dana 

!l^;; ; ;:5i,ooi;ll 

AMPLIFIER, Data, 0-20 KHz 

Model 3420-V1 


Dana 

57.50 

AMPLIFIER, Data, 0-20 KHz 

Model 3520-V1 


Dana 

72.50 

AMPLIFIER, Data, 0-20 KHz 

Model 3630-V1 


Dana 

74.00 

AMPLIFIER, Nanovolt 

Model TDA-120 


Astrodata 

85.00 

AMPLIFIER, Differential, 5V 

Model 885-135 


Astrodata 

59.00 

AMPLIFIER, Differential, 10V 

Model 885-235 


Astrodata 

61.00 

ra | 

iSf CONTINENTAL 

iCf 

LEASING COMPANY, 

INC. 


AMPLIFIER, Solid state power 

Model 467A 

HP 

57.50 

AMPLIFIER, TWT, 1-2 GHz 

Model 489A 

HP 

225.00 

AMPLIFIER, TWT, 2-4 GHz 

Model 49 1C 

HP 

225.00 

AMPLIFIER, TWT, 4-8 GHz 

Model 493 A 

HP 

260.00 

AMPLIFIER, TWT, 7-12.4 GHz 

Model 495A 

HP 

260.00 

AMPLIFIER, TWT, 1-2 GHz 

Model 5-6752 

Alfred 

195.00 

AMPLIFIER, TWT, 4-8 GHz 

Model 5-542 

Alfred 

279.00 


30 PARK AVENUE, ARLINGTON, MASSACHUSETTS 02174 (617) 648-8620 

* Plus prorated tube charge 


RENTAL 

LIST 


Description 

Manufacturer 

Monthly Rental 

AMPLIFIER 

Model 202 D 

SKL 

29.80 

AMPLIFIER, Video plug-in 

Model 5261 A 

HP 

32.50 

ANALYZER, 10MHz-44 GHz 

Model SPA-4a 

Panoramic 

825.00 

ANALYZER, 10MHz-43 GHz 

Model SPA- 10 

Panoramic 

527.00 

ANALYZER, Sonic, Portable battery operated, 20 Hz-35 KHz 
Model TA-2/AL-2 

Panoramic 

300.00 

ANALYZER, Sonic, 20 Hz-22.5 KHz 

Model LP-laAZM 

Panoramic 

207.00 

ANALYZER, Spectrum 10 MHz to 40 KHz 

Model SA-84 

Polarad 

675.00 

ANALYZER, Spectrum, Portable battery operated 

100 Hz-700 KHz 

Model TA-2/UR-3 

Panoramic 

325.00 


- 

CONTINENTAL LEASING COMPANY, INC. 




ANALYZER, Subsonic, 0.5-2500 Hz 

Model LF-2b 

Panoramic 

495.00 

ANALYZER, Wave 

Type 1900-A, 20 to 50,000 Hz 

GR 

215.00 

ANALYZER, Wave, 20 Hz to 50 KHz 

Model 302A 

HP 

180.00 

ANALYZER, Wave 

Model 310A 

HP 

220.00 

ANALYZER, 1 KHz to 25 MHz 

Model SPA-3 /25a 

Panoramic 

325.00 

ANALYZER, 100 Hz to 600 KHz 

Model SB- 15a 

Panoramic 

224.00 

ANTENNA, Kit, 20-1000 MHz 

Model BB-105 

Empire 

19.50 


530 SOUTH AVENUE, EAST CRANFORD, NEW JERSEY 07016 (201) 276-0600 
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RENTAL LIST 


Description 

Manufacturer Monthly Rental 

ANTENNA, Kit, 14 KHz - 150 KHz 

Model LX- 105 

Empire 

45.00 

ANTENNA, Kit, 150 KHz - 30 MHz 

Model LM-105 

Empire 

41.00 

ANTENNA, Kit, 20-1000 MHz 

Model KT-105 

Empire 

72.00 

ATTENUATOR, 5db 

Model AT 50-5 

Empire 

' 

. 

Illll 

7.50 

ATTENUATOR, 15db 

Model AT 50-15 

Empire 

7.50 

ATTENUATOR, 40db 

Model 60-40 

Empire 

10.50 

ATTENUATOR, 6 step 

Model AT-103G 

Empire 

1 1:1:1 i 

I 

31.00 

ATTENUATOR, IF, Variable 

Type 874-FA 

GR 

Hill- 

III ' 

III 
: .1 1 

18.00 

ra CONTINENTAL 

TC] 

LEASING COMPANY, 

INC. 

BRIDGE, Capacitance-Resistance-Conductance 

Model 75A 

Boonton 

120.00 

BRIDGE, Complex Ratio 

Model CRB-2B 

Gertsch 

209.50 

BRIDGE, Impedance, C-G-R-L 

Type 1608-A 

GR 

130.00 

BRIDGE, Impedance 

Type 1650 

General Radio 

47.50 

BRIDGE, R. F. 

Model B801B 

Wayne-Kerr 

115.00 

BRIDGE, Synchro 

Model SB-4C-4R 

Gertsch 

87.00 

CAMERA, Oscilloscope, Continuous Motion 

Type 3625/3642-1 

Benrus 

174.50 


30 PARK AVENUE, ARLINGTON, MASSACHUSETTS 02174 (617) 648-8620 


6 



RENTAL LIST 


Description 

Manufacturer 

Monthly Rental 

CAMERA, Oscilloscope 

Type 3 003 A 

Benrus 

50.00 

CAMERA, Oscilloscope, Polaroid Back 

Model K5-D 

Beattie-Coleman 

50.00 

CAMERA, Oscilloscope, Pulsed Advance, 

35 mm with Rapromatic processor 

Model 3625/3643-1 /3600P 

Benrus 

327.00 

CAMERA, Oscolloscope, Single trace 

Model 1 96B 

HP 

39.50 

CAMERA 

Model C-12 

Tektronix 

47.00 

CARRIAGE 

Model 809B 

HP 

17.50 

CONVERTER, Analog-to-Digital 

Model 4040 

Beckman 

523.00 

CONVERTER, Analog-to-Digital .01 % 

Model 3000 

Astrodata 

537.00 




CONTINENTAL LEASING 

i 

COMPANY, INC 



COUNTER, Digital Frequency 

Model 1150-A 

GR 

105.00 

COUNTER, Electronic, 50 MHz less plug-in 

Model 5245L 

HP 

295.00 

COUNTER, Electronic, 50 MHz 

Model 5244L 

HP 

222.50 

COUNTER, Electronic 300 KHz 

Model 5512A 

HP 

92.50 

COUNTER, Electronic 1.2 MHz 

Model 5532A 

HP 

145.00 

COUNTER, Frequency, DC to 50 MHz 

Model 6147 

Beckman 

319.50 

COUNTER, Plug-in, heterodyne 

Model 607 

Beckman 

68.50 


530 SOUTH AVENUE, EAST CRANFORD, NEW JERSEY 07016 (201) 276-0600 
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Description 


COUNTER-Timer, Universal 
Type 7370 


RENTAL LIST 

Manufacturer 

Berkeley 


Monthly Rental 


197.50 


COUNTER-Timer, Universal, 2.5 MHz 

Model 6 02 A 

CMC 

105.00 

COUNTER-Timer, Universal, 2.5 MHz 

Model 603A 

CMC 

1 17,50 

COUNTER-Timer, Universal, 100 MHz DC 

Model 880B 

CMC 

289.50 

COUNTER, Universal, 2.5 MHz 

Model 605A 

CMC 

142.50 

COUNTER-Timer, Universal, 5 MHz 

Model 607A 

CMC 

172.50 

COUNTER-Timer, Universal, 100 MHz 

Model 800A/803A/833A 

CMC 

HI! 

397.00 

COUNTER-Timer, Frequency, 600 MHz 

Model 800A/802A/834B 

CMC 

111 

344.00 

- ' 

ra 

MI CONTINENTAL LEASING 

H*] 

COMPANY, 

INC. 

* 

COUNTER-Timer, Universal 500 MHz 

Model 880A/884A 

CMC 

430.00 

COUPLER, Directional, Ka band 

Type R752C 

HP 

25.00 

COUPLER, Directional 

Model 3020 

Narda 

20.00 

COUPLER, Directional 

Model 3022 

Narda 

20.00 

DEGAUSSER, Automatic Bulk Magnetic tape 

Model DG-2 

Precision 

95.00 

DETECTOR, Coax 

Model 561 

Narda 

12.50 

DETECTOR 

HP 

8.50 


. 


Model 440A 


30 PARK AVENUE, ARLINGTON, MASSACHUSETTS 02174 (617) 648-8620 


8 


Model 202H 


GENERATOR, Function 

Model 202A 

HP 

55.00 

GENERATOR, Impulse 

Model IG-102 

Empire 

97.50 

GENERATOR, Noise 

Model 07048 

AIL 

25.00 

GENERATOR, Noise 

Model 07010 

AIL 

33.00 

POWER SUPPLY 

Model 07111 

AIL 

16.50 

GENERATOR, Pulse 

Type 120E 

EH 

167.50 

GENERATOR, Pulse 100 MHz 

EH 

287.50 


RENTAL 

LIST 


Description 

Manufacturer 

Monthly Rental 

DETECTOR, Crystal, Ka band 

Model R422A 

HP 

20.00 

DIVIDER, Precision Ratio 

Model SV 194B 

ESI 

27.00 

DIVIDER, Precision Ratio 

Gertsch 

27.50 

Model RT-60 


mm 

DIVIDER, Precision Ratio 

Gertsch 

40.00 

Model RT-5 



GALVANOMETER, Ballistic 

Sensitive Research 

108.50 

Model 5214 



GENERATOR, Constant Amplitude 

Model 1 90 

Tektronix 

33.00 

GENERATOR, double pulse, 200 watts 

Model 214A 

HP 

87.50 

GENERATOR, FM-AM signal 54 to 216 MHz 

Boonton 

147.50 



Type 122 


530 SOUTH AVENUE, EAST CRANFORD, NEW JERSEY 07016 (201) 276-0600 
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RENTAL LIST 


Description 

Manufacturer 

Monthly Rental 

GENERATOR, Pulse 200 ps rise 

Type 125 

EH 

227.50 

GENERATOR, Pulse 50 MHz 

Type 139B 

EH 

127.50 

GENERATOR, Pulse 20 Hz to 2 MHz 

Model B-7B 

Rutherford 

72.00 

GENERATOR, Pulse 5 Hz to 5 MHz 

Model B-15 

Rutherford 

52.50 

GENERATOR, Pulse 20 Hz to 20 MHz 

Model B-16 

Rutherford 

87.50 

GENERATOR, Signal, 10 Hz to 10 MHz 

Type 410 

EH 

54.50 

GENERATOR, Signal, 5 KHz to 50 MHz 

Model 1001 A 

General Radio 

99.50 

1 

GENERATOR, Signal 50 KHz to 65 MHz 

Model 606 A 

HP 

135.00 



GENERATOR, Signal 10 to 420 MHz 

Model 608D 

HP 

130.00 

GENERATOR, Signal 450 to 1230 MHz 

Model 612A 

HP 

140.00 

GENERATOR, Signal 800 to 2100 MHz 

Model 614A 

HP 

195.00 

GENERATOR, Signal 0.8 to 2.4 GHz 

Model 8614A 

HP 

210.00 

GENERATOR, Signal 1.8 to 4.5 GHz 

Model 8616A 

HP 

210.00 

GENERATOR, Signal 3.8 to 7.6 GHz 

Model 618B 

HP 

225.00 

GENERATOR, Signal 7 to 1 1 GHz 

Model 620A 

HP 

225.00 

30 PARK AVENUE, ARLINGTON, 

MASSACHUSETTS 02174 (617) 648-8620 
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Description 

GENERATOR, Square Wave 
Model 211 A 

GENERATOR, Sweep 1 to 2 GHz 
Model 691 A 


RENTAL LIST 

Manufacturer 

HP 


HP 


Monthly Rental 


35.00 


320.00 


GENERATOR, Sweep 2 to 4 GHz 
Model 692A 


HP 


300.00 


GENERATOR, Sweep 4 to 8 GHz 
Model 693 D 


HP 


365.00 


GENERATOR, Sweep 8 to 12.4 GHz 
Model 694A 


HP 


310.00 


GENERATOR, Sweep microwave 1-2 GHz 
Model 631 A 


Alfred 


349.00 


GENERATOR, Sweep microwave 2-4 GHz 
Model 632A 


Alfred 


329.00 


GENERATOR, Sweep 3.7 to 8.3 GHz 
Model 643 K 


Alfred 


315.00 



GENERATOR, Sweep 8 to 12.4 GHz 

Model 645K 

Alfred 

339.00 

GENERATOR, Time Code Translator 

Model 5400-100 

Astrodata 

387.50 

GENERATOR, Time Mark 

Model 184 

Tektronix 

67.50 

GENERATOR, Tape Search & Control 

Model 5224-100 

Astrodata 

250.00 

GENERATOR, Telemetering Signal 195 to 270 MHz 

Model 202J 

HP 

159.00 

GENERATOR, Universal Time Code 

Model 6190 

Astrodata 

500.00 

' 

ISOLATOR, Coaxial 

Model LS 12 PS 

E & M 

30.00 


530 SOUTH AVENUE, EAST CRANFORD, NEW JERSEY 07016 (201) 276-0600 
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RENTAL LIST 



Description 

Manufacturer 

Monthly Rental 

METER, AC/DC, 88 Ranges 

Type U-88 

Singer-Metrics 

65.50 

METER, DC Volts-Amps 

Model 97- A 


F 1 

Boonton 

37.50 

METER, Differential Volt AC/DC 

Model 803B 


Fluke 

87.50 

METER, Differential Volt AC/DC 

Model AC-100B 


CSC 

85.50 

METER, Digital Volt, 4-digit 

Model 5400/030 


Dana 

169.50 

METER, Digital Volt, AC/DC, Ratio - 5 digit 
Model 5600 


Dana 

367.50 

METER, Digital Volt, AC/AC Ratios - 5 digit 
Model 5640 


Dana 

677.50 

METER, Digital Voltmeter, 4-digit DC 

Model 4309 


NLS 

123.50 

rg 

CONTINENTAL 

iCf 

LEASING 

COMPANY 

INC. 

METER, Digital Voltmeter, 4-digit 

Model 4910 


Beckman 

217.50 

METER, Digital Voltmeter 5-digit 

Model 3460A 

p.; _;-vV. I 


HP 

360.00 

METER, Digital Voltmeter, less plug-in, 4 digit 
Model 3440A 


HP 

116.00 

METER, Digital Voltmeter Plug-in AC/DC 

Model 3445A 

• 

HP 

52.50 

METER/GENERATOR, Frequency, 20-1000 MHz 
Model FM-6 


Gertsch 

214.00 

METER/GENERATOR, Frequency/deviation 

Model FM-7/DM-3 


Gertsch 

197.50 

METER/GENERATOR, Frequency - Communications 

Model FM-9 

Gertsch 

149.50 


30 PARK AVENUE, ARLINGTON, MASSACHUSETTS 02174 (617) 648-8620 
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RENTAL 

LIST 


Description 

Manufacturer 

Monthly Rental 

METER, Nanovolt 

Model TDA-121Z 

Astrodata 

86.00 

METER, Noise and Field Intensity 

Basis Unit only (all plug-ins available) 

Model NF-105 

Singer-Metrics 

198.00 

METER, Noise and Field Intensity 

Basis Unit only (all plug-ins available) 

Model NF-112 

Singer-Metrics 

379.00 

METER, Microwave Power 

Model 43 0C 

HP 

27.50 

METER, Portable, AC Volt 

Model 403 B 

HP 

31.00 

METER, Q, direct reading 

Model 260 A 

Boonton 

99.00 

METER, RF volts 

Model 91 H 

Boonton 

59.50 



METER, RX 500 KHz to 250 MHz 

Model 250A 

Boonton 

169.50 

METER, Vacuum Tube Volt 

Model 400D 

HP 

25.00 

METER, Vacuum tube, volt 

Model 41 0B 

HP 

24.50 

METER, VOM 

Model 260-5 

Simpson 

5.00 

METER, VOM 

Model 630 

Triplett 

6.00 

METER, Volt-Amp-Watt 

Type VAW 

Singer-Metrics 

55.50 

METER, Volt, standard 

Type STV 

Singer-Metrics 

\ 

35.50 


530 SOUTH AVENUE, EAST CRANFORD, NEW JERSEY 07016 (201) 276-0600 
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RENTAL 

Description 

LIST 

Manufacturer 

Monthly Rei 

* Hill! 

METER, Volt, Electrostatic 

ESD 

Singer-Metrics 

35.00 

METER, Volt, Phase Angle 

PAV-2A 

Gertsch 

128.50 

METER, Wave, Coaxial, 1.0 to 4.0 GHz 

Type N410A 

FXR 

60.00 

METER, Wave, X-band 

Type X532B 

HP 

25.00 

OSCILLATOR, Audio, 2 Hz to 40 KHz 

Model 200 AB 

HP 

16.50 

OSCILLATOR, Audio, 5 Hz to 600 KHz 

Model 200CD 

HP 

19.50 

OSCILLATOR, Test, 10 Hz to 10 MHz 

Model 650A 

HP 

55.00 

OSCILLATOR, Unit 900-2000 MHz 

Model 1218B 

GR 

46.50 


ra 

i9J continental leasing 

1 COMPANY 

, INC. 

OSCILLOSCOPE 

Type 401 A 

1 

j: 

j: 

Dumont 

75.00 

OSCILLOSCOPE, 3" portable 

Type 321 A 

Tektronix 

90.00 

OSCILLOSCOPE, Dual Beam 

Model 502A 

Tektronix 

105.00 

OSCILLOSCOPE, Dual Beam 

Type 555/21 A/22A 

Tektronix 

265.00 

OSCILLOSCOPE, Dual Channel 

Type 545B 

Tektronix 

155.00 

OSCILLOSCOPE, Dual Channel 

Type 585A 

Tektronix 

172.50 

OSCILLOSCOPE, Portable 

Type 422 

Tektronix 

140.00 


30 PARK AVENUE, ARLINGTON, MASSACHUSETTS 02174 (617) 648-8620 
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RENTAL LIST 


Description 

Manufacturer 

Monthly Rental 

OSCILLOSCOPE, Dual Channel, Null readout 

Type 1120/700 

Benrus 

83.50 

OSCILLOSCOPE, High Sensitivity 

Model 403 B 

Fairchild 

76.00 

OSCILLOSCOPE, High Sensitivity, 500 KHz 

Model 130C 

HP 

69.50 

OSCILLOSCOPE, Main Frame 

Model 561 A, DC to 10 MHz 

Tektronix 

50.00 

OSCILLOSCOPE, Plug-in 

Type C-A 

Tektronix 

26.00 

OSCILLOSCOPE, Plug-in 

Type M 

Tektronix 

52.50 

OSCILLOSCOPE, Plug-in 

Type L 

Tektronix 

21.00 

OSCILLOSCOPE, Plug-in 

Type K 

Tektronix 

14.50 




CONTINENTAL LEASING COMPANY, INC. 1 

£| 





OSCILLOSCOPE, Plug-in 

Type 1A1 

Tektronix 

60.00 

OSCILLOSCOPE, Plug-in, dual trace amplifier 

Type 3A1 

Tektronix 

45.00 

OSCILLOSCOPE, Plug-in, dual trace differential amplifier 
Type 3A3 

Tektronix 

79.00 

OSCILLOSCOPE, Plug-in 

Model 3A6 

Tektronix 

54.00 

OSCILLOSCOPE, Plug-in 

Model 3B3 
« 

Tektronix 

58.50 

OSCILLOSCOPE, Plug-in, time base 

Type 3B1 

Tektronix 

53.50 

OSCILLOSCOPE, Plug-in, Dual-Trace Sampling 

Type 3S76 

Tektronix 

110.00 


530 SOUTH AVENUE, EAST CRANFORD, NEW JERSEY 07016 (201) 276-0600 
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RENTAL 

LIST 


Description 

Manufacturer 

Monthly Rental 

OSCILLOSCOPE, Plug-in, Sampling 

Type 3T77A 

Tektronix 

65.00 

OSCILLOSCOPE, Plug-in, sampling, dual trace 

Type 4S1 

Tektronix 

143.00 

OSCILLOSCOPE, Plug-in, timing unit 

Type 5T3 

Tektronix 

90.00 

OSCILLOSCOPE, Plug-in 

Type 86 

Tektronix 

35.00 

OSCILLOSCOPE, Plug-in, dual trace 

Model 1 88A 

HP 

150.00 

OSCILLOSCOPE, 450 KHz 

Model 120B 

HP 

49.50 

OSCILLOSCOPE, Sampling 

Type 1120/701-1 

Benrus 

275.50 

OSCILLOSCOPE, Sampling main frame 

Model 1 85B 

HP 

200.00 



OSCILLOSCOPE, Sampling 

Model 661 less plug-ins 

Tektronix 

115.00 

OSCILLOSCOPE, Storage 

Model 564 

Tektronix 

87.50 

OSCILLOGRAPH, 8 channel, hi-sensitivity 

Type S 

Beckman 

990.00 

OSCILLOGRAPH, 8 channel 

Type RC 

Beckman 

563.00 

OSCILLOGRAPH, 2 channel, hi-sensitivity 

Type RS 

Offner 

255.00 

OSCILLOGRAPH, 2 channel portable 

Type K 

Offner 

129.50 

PERFORATOR, paper tape 60 Character/Second 

Model 420PR 

Tally 

116.50 
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Description 

RENTAL LIST 

Manufacturer 

* % mug 

Monthly Rental 

PLOTTER, x-y, 8 V 2 " x 1 1" 

Model 600 

Data Equipment 

162.50 

PLOTTER, x-y, 8 V 2 " x 11" 

Model 680 

Data Equipment 

109.50 

PLOTTER, x-y, 11 " x 17" 

Model 800A 

Data Equipment 

192.50 

PLOTTER, x-y, 8 1 / 2 " x 11" 

Model 1 35 

HP 

165.00 

PLOTTER, x-y, 11" x 17" 

Model 2D-2 

HP 

195.00 

POTENTIOMETER, Precision 

Model 8690 

L & N 

30.00 

POTENTIOMETER, Precision 

Model 9180 

Singer-Metrics 

275.50 

POTENTIOMETER, 6-dial universal 
Model 603002 

Biddle 

215.00 

- 



CONTINENTAL LEASING COMPANY, INC. 
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POWER SUPPLY, 0-15 VDC 2A 
Model QRB 15-2 

Sorensen 

14.50 

POWER PAK, 24 VDC - 1 1 5 AC 
Model MO-24- 105 

Singer-Metrics 

18.00 

POWER SUPPLY, 0-20 VDC, 1.5A 
Model QRB20-1 .5 

Sorensen 

14.50 

POWER SUPPLY, 0-40 VDC, .75A 
Model QRB40-.75 

Sorensen 

14.50 

POWER SUPPLY, 0-40 VDC 2A 
Model QRB40-2 

Sorensen 

25.50 

POWER SUPPLY, 0-40 VDC, 4A 
Model QRC40-4A 

Sorensen 

31.50 

POWER SUPPLY, 0-40 VDC, 30A 
QRC40-30A 

Sorensen 

MB™ 

77.50 / 

■1S*M 


530 SOUTH AVENUE, EAST CRANFORD, NEW JERSEY 07016 (201) 276-0600 
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RENTAL LIST 


Description 

Manufacturer 

Monthly Rei 

POWER SUPPLY, 0-40 VDC, 8A 

Model QRC40-8A 

Sorensen 

45.00 

POWER SUPPLY, 0-60 VDC, 40A 

Model DCR 60-40 

Sorensen 

90.00 

POWER SUPPLY, 0-150 VDC, 15A 

Model DCR 150-15A 

Sorensen 

82.50 

POWER SUPPLY, 0-300 VDC, 8A 

Model DCR 300-8A 

Sorensen 

82.50 

POWER SUPPLY, 0-36 VDC, 5A 

Model LEI 01 

Lambda 

: : 

42.00 

POWER SUPPLY, 0-36 VDC, 25A 

Model LEI 04 

Lambda 

77.50 

POWER SUPPLY, 0-40 VDC, 0.5A 

Model ABC 40-0.5 m 

1 

Kepco 

14.50 

POWER SUPPLY, 0-60 VDC, 20A 

Kepco 

71.00 


Model KS 60-20M 



POWER SUPPLY, 0-160, 4A 

Model SM-160-4M 

Kepco 

71.00 

POWER SUPPLY, 0-325 VDC, 2A 

Model SM 325-2 M 

Kepco 

71.00 

POWER SUPPLY 

Model 712B 

HP 

49.00 

POWER SUPPLY, 0-36 VDC, 1.5A 

Type 6226A 

Harrison 

32.50 

POWER SUPPLY, 0-60 VDC, 5A 

Type 6438A 

Harrison 

36.00 

POWER SUPPLY, 0-100 VDC, 1A 

Type 880 

HP 

37.50 

POWER SUPPLY, high voltage 0-6KV, 500ma 

Model 2006-500 

Sorensen 

186.50 


30 PARK AVENUE, ARLINGTON, MASSACHUSETTS 02174 (617) 648-8620 
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18 



RENTAL 

LIST 


Description 

Manufacturer 

Monthly Rental 

POWER SUPPLY, Precision 10 KVDC 

Model 134B 

CSC 

97.50 

POWER SUPPLY, high voltage, 0-30KV, 20ma 

Model 1030-20 

Sorensen 

89.50 

POWER SUPPLY, H. V. 0-150 KVDC, 5ma 

Model 2150-5 

Sorensen 

179.00 

PRINTER, Digital High-speed, 9 digit 

Model 410A 

CMC 

162.50 

PRINTER, Digital High-speed, 12 digit 

Model 410A 

CMC 

185.00 

✓ 

PRINTER, Digital, 8-digit 

Type 1137 

GR 

172.50 

PRINTER, 8-digit 

Model 1 453 

Beckman 

129.50 

PROBE, Clamp On 

Singer-Metrics 

14.50 


Model CP- 105 


CONTINENTAL LEASING COMPANY, INC. 



C 

£ 


PROBE 

HP 

5.00 

Model 442B 



PROBE 

Model P6013 

Tektronix 

7.50 

PROBE 

Tektronix 

22.00 

Model P6032 



READER, paper tape, 60 Character/Second 

Model 424PR 

Tally 

93.50 

RECEIVER, VHF 

Gertsch 

59.50 

Model RHF-1 



RECORDER, Instrumentation 7-channel 

Model FR-1300 (less electronics) 

Ampex 

927.00 

RECORDER, 6 point 

Model 60356, 200-2000° F range 

i 

L & N 

146.50 


530 SOUTH AVENUE, EAST CRANFORD, NEW JERSEY 07016 (201) 276-0600 
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Description 


Manufacturer 

Monthly Rental 

RECORDER, 8-channel strip Chart assembly 

Model 7706 A 

Sanborn 

1012.50 

RECORDER, 2-channel strip chart 

Model 320 


Sanborn 

165.00 

RECORDER, 16 point 

Model 60366, 0-1 200° F 


L & N 

146.50 

RECORDER, Magnetic tape, 14-channel, 1 
FM and direct, 6-speed 

Model PI-2114 (less electronics) 

inch tape 

Precision 

1016.50 

RECORDER, Magnetic tape, 1-4 channel, 
Model PS-204A (less electronics) 

Vi inch tape 

Precision 

550.00 

RECORDER, Magnetic tape, 1-7 channel. 
Model PI-207A (less electronics) 

Vi inch tape 

Precision 

607.00 

RECORDER, Magnetic tape, 1-7 channel, 
Model PI-21 07A (less electronics) 

Vi inch tape 

Precision 

853.50 

RECORDER, Magnetic tape, 1-8 channel. 

Va " tape 

Precision 

507.50 

Model PI-6200 (less electronics) 

— ; ' 



ra 

lift CONTINENTAL LEASING 

iCj 

COMPANY 

, INC. 

RECORDER, Magnetic tape, Video CCTV 

Model PI-3V 

Precision 

850.00 

RECORDER, Magnetic tape, Video/Instrumentation 

Model PI-7100 

Precision 

1530.00 

RECORDER, Strip Chart 

Model 680 

Moseley 

75.00 

REGULATOR, AC voltage, 1000VA 

Model 1000S 

Sorensen 

33.50 

REGULATOR, AC voltage, 1000VA 

Model ACR 1000 

Sorensen 

38.50 

REGULATOR, AC voltage, 5000 VA 

Model ACR 5000 

Sorensen 

73.70 

SLOTTED SECTION 

HP 

9.00 


Model X810B 


30 PARK AVENUE, ARLINGTON, MASSACHUSETTS 02174 (617) 648-8620 


RENTAL LIST 


Description 

Manufacturer 

Monthly Rental 

STANDARD, Synchro 

Model SS-1 

Gertsch 

107.50 

STANDARD, AC Ratio 

Model 101 1R 

Gertsch 

65.00 

STANDARD, Variable Phase 

Model VPS-1 

Gertsch 

350.00 

STANDARD, Volt Source 

Model MV-100-N 

EDC 

74.50 

STROBOSCOPE, Electronic 

Type 1531 -A 

GR 

30.00 

% " Jt ' O 7 v 'v- ' : 

SYSTEM, Duplicate-Verity, paper tape 

Model Mark 20 

Tally 

557.00 

TERMINATION, Moving, Ka band 

Model R914B 

HP 

29.00 

THERMISTER Mount, X band 

Model X-487B 

HP 

7.50 





J 




CONTINENTAL LEASING COMPANY. INC 


THERMISTER Mount, Coax 
Model 477B 

THERMISTER Mount, Ka band 
Model R487B 

TRANSISTOR Curve Tracer 
Type 575 

TRANSLATOR, Time Code 
Model 5400-100 

TUNER, Slide Screw, Ka band 
Model R870A 

TUNER, Double Stud, Coax 
Model 306A 


HP 


HP 


Tektronix 


Astrodata 


HP 


PRD 


c 

£ 
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DESIGNED TO MEET 
INDIVIDUAL 
DS AND SITUATIONS 


Insurance, Maintenance, Local taxes. Freight, Installation, Performance, Guarantees, Warranties 





WRITE your question /request/requirement here: 


When Do you need it ? 
How Long? 

Name 

Company 

Address 

City 


State 


CONTACT 
YOUR 
NEAREST 
CLC 



OFFICE 


ARLINGTON, MASS. 

( 617 ) 648-8620 


TitI 


HARTFORD, CONN. 

( 203 ) 246-5686 


Dept. 


CRANFORD, N. J. 

(201 ) 276-0600 


HUNTSVILLE, ALA. 

( 205 ) 881-8494 


ZIP 


ORLANDO, FLA. 

( 305 ) 424-5681 



t 


BUSINESS REPLY MAIL 

Postage Will Be Paid By — 

Continental Leasing Company, 

530 South Avenue, East. 
Cranford, New Jersey 07016 




